
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



SOCIETY AFFAIRS 

THE ANNUAL CONVENTION 

Following the custom of recent years, the official opening of the 
Forty-Second Annual Convention on Tuesday, May 16, 1922, at the 
Bellevue-Stratford Hotel, Philadelphia, Pa., was preceded by informal 
sessions on Monday afternoon and evening. Executive and standing 
committees and special groups held their meetings on Monday. 
The Council on Standardization, in particular, attracted considerable 
attendance at its preliminary discussions of auxiliary committee 
work. 

On Monday evening, the exercises were opened in the ballroom 
of the Bellevue-Stratford by an address of welcome by E. J. Cattell, 
the city statistician of Philadelphia. This interesting speech was 
followed by the annual presidential address 1 by President Edward 
Bartow. The remainder of the evening was spent by members and 
guests in dancing. 

Morning session, May 16. Presiding officer, President-Elect 
Cramer. The following list of officers elected was read, since no 
opposition ticket had been presented: President, W. S. Cramer; 
vice-president, G. W. Fuller; treasurer, W. W. Brush; trustee, G. W. 
Batchelder; trustee, J. W. Ellms. 

The following order of business and papers took place : 

Report of Publication Committee, 2 read by R. B. Morse, chairman, 
and adopted for printing in the Journal. 

Report of Finance Committee, 3 read by G. C. Andrews, chairman, 
and accepted. 

Philadelphia Water Supply, Present and Proposed, by George W. 
Fuller; no discussion. 

Fire Prevention and Fire Protection in Relation to Public Water 
Supply, 4 by Frank C. Jordan; discussion by Allen Hazen, Leonard 
Metcalf, John N. Chester, Dow R. Gwinn and the author. The 

1 Journal, July, 1922, page 589. 
1 Journal, July, 1922, page 627. 
• See page 793 of the Journal. 
4 See page 731 of this Journal. 
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paper contained a resolution requesting the Association to affiliate 
with the National Fire Prevention Association. The resolution 
was referred to the Executive Committee for action, and this Com- 
mittee recommended that, in view of the fact that it had before it 
similar invitations from other bodies, such invitations be declined 
for the present. Similar negative action was decided upon by the 
Executive Committee in the case of joining the American Con- 
struction Council. 

Afternoon session, May 16. Presiding officer, President-Elect 
Cramer. 

The following papers were presented: 

Development of the Schoharie Watershed, Catskill Water Supply, 
by J. Waldo Smith; no discussion. 

The Hetch Hetchy Water Supply, 6 by M. M. O'Shaughnessy; 
presented by Charles Gilman Hyde; no discussion. 

The Construction of the Loch Raven Dam, by William A. Megraw; 
no discussion. 

Twenty Years Filtration Practice at Albany, N. Y., by G. E. 
Willcomb; discussion by P. G. Bunting, Allen Hazen, W. H. Lovejoy 
and the author. 

The election of the following members of the Nominating Com- 
mittee was announced: District 1, J. J. Salmond; District 2, J. H. 
Caldwell; District 3, W. R. Edwards; District 4, D. R. Gwinn; 
District 5, J. Chambers; District 6, J. J. Hinman, Jr. ; Chairman, 
B. C. Little, ex-president of the last convention. 

Evening session, May 16. Presiding officer, President Bartow. 
Session under the auspices of the Water Works Manufacturers' 
Association. The following papers were read : 

Dean Control of 20,000 H.P. of High Steam Pressure, with moving 
pictures, by Peter Payne Dean. 

Underground Leakage and its Relation to Mains and Services, by 
Thomas F. Wolfe. 

Pneumatic Pumping, Up to Date, by John Oliphant. 

The ladies were entertained during the day with an automobile 
trip to Valley Forge, under the auspices of the Water Works Manu- 
facturers' Association. 

Morning session, May 17. Presiding officer, President Bartow. 
The papers read were : 

1 See page 743 of this Journal. 
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Report of Committee on Standard Form of Contract, by J. Waldo 
Smith, chairman; report accepted and committee continued. 

Report of Council on Standardization, 6 by George W. Fuller, 
chairman; adopted. 

At the request of the presiding officer, G. W. Fuller described the 
work planned by the newly-organized Advisory Committee on Water 
Supply Standards created by the U. S. Public Health Service to 
present recommendations as to methods and measures for determining 
upon a standard of quality for drinking water on interstate carriers. 
The Association has many of its members on this Committee and its 
cooperation is solicited in the work to be carried on in the succeeding 
year. 

Mr. Durgin, representing Secretary of Commerce Hoover, then 
spoke on the work of the United States Standardization Council and 
pointed out the necessity and advantages of simplified practice. 
The speaker requested the cooperation of the Association in 1;he 
campaign for standardization. The work in standardization of cast 
iron pipe manufacture was pointed out by Allen Hazen, and in meter 
construction by C. M. Saville. The message from Mr. Hoover was 
referred to the Council on Standardization for action. 

The following papers were then read: 

Report of Committee on Industrial Wastes in Relation to Water 
Supply, by Almon A. Fales, chairman; discussed by Charles Haydock, 
G. W. Fuller, Leonard Metcalf and Mr. Moses. 

In the discussion of the report, a resolution was presented by C. 
Haydock, calling upon the Association to forward the report to 
governmental agencies with the request for national investigation. 
The resolution was referred to the Executive Committee, who trans- 
mitted it to the Committee on Industrial Wastes for consideration 
and report to the next Executive Committee. 

Report of Committee on Watershed Protection, by T. DeL. Coffin, 
chairman; discussed by W. L. Stevenson and F. T. Kemble. 

Problems in the Reforestation of Watersheds, by George R. 
Taylor. 

Detroit was selected as the convention city for the meeting of 1923. 
San Francisco and Omaha were defeated competitors. 

The following resolution, introduced by, D. R. Gwinn, was unani- 
mously adopted: 

« Journal, July, 1922, page 632. 
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Resolved, by the American Water Works Association in convention assem- 
bled in the City of Philadelphia, that we recall with interest the valuable 
services rendered by Wm. Benedict Bull, of Quincy, 111., now the oldest living 
Past President of this Association, and who presided at the Eleventh Annual 
convention held in Philadelphia in May, 1891, and that we now extend hearty 
congratulations and cordial good wishes to Mr. Bull, and the Secretary be 
requested so to advise him by wire during this session. 

Afternoon session, May 17. The members and guests spent the 
afternoon session on a boat trip on the Delaware River, under the 
auspices of the Water Works Manufacturers' Association. 

Evening session, May 17. Presiding officer, President Bartow. 
The papers read appeared in this order: 

Some Observations Concerning Wood Pipe, 7 by J. W. Ledoux; 
discussed by J. E. Gibson, J. N. Chester, J. Chambers and the author. 

Report of the Committee on Standard Specifications for Cast Iron 
Pipe and Specials, by F. A. Barbour, chairman; report adopted. 

Experience with Cast Iron Water Pipe for Pressures Higher than 
Allowed by Current Specifications, by C. E. Inman; discussed by 
J. N. Chester, W. F. Wilcox, Leonard Metcalf and the author. 

Improved Financial Condition of Water Works in the United 
States, 8 by Leonard Metcalf; no discussion. 

The Editor of Engineering News-Record, E. J. Mehren, described 
the proposed activity of the American Construction Council and 
extended an invitation to the Association to become a member of the 
Council. The annual dues were stated as $100. The matter was 
referred to the Executive Committee for action. The Executive 
Committee recommended declining the invitation for the present. 

The last paper of the evening was: 

Centrifugally Cast Iron Pipe, 9 by Peter Gillespie. 

Morning Session, May 18. (Superintendents' Day). Presiding 
officer, President Bartow. The following papers were presented: 

Water Chlorination Control in Virginia, 10 by Linn H. Enslow; 
discussion by A. Wolman, E. Bartow, L. L. Jenne and the author. 

Report of Committee on Physical Standards for Distribution 
Systems, read by G. G. Dixon, chairman; discussion by Allen Hazen 
and G. G. Dixon. 

7 Journal, July, 1922, page 549. 

* See page 685 of this Journal. 

* See page 703 of this Journal. 
10 See page 783 of this Journal. 
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Air and Relief Valves, by M. M. Borden. 

Instances of the Value of a Sanitary Survey, by W. P. Mason. 

Causes of Failure of Cast Iron Pipe, by F. A. Mclnness. 

The meeting then turned to the discussion of special topics as 
follows: 

Check Valves on Metered Services and their Damage by Hot 
Water, discussed by C. W. Sherman, D. R. Gwinn, E. E. Davis, 

E. T. Cranch and W. Luscombe. 

Double Check Valves on Private Fire Services, discussed by D. R. 
Gwinn, S. H. Taylor, F. A. Mclnness and H. A. Burnham. 

Scrap Lead as Make-Up for Pipe Joints, discussed by A. P. Fol- 
well, D. R. Gwinn and F. A. Mclnness. 

Protecting Mains Under Railroad Tracks, discussed by D. R. 
Gwinn, J. E. Gibson, W. Luscombe, and W. C. Hawley. 

Pipe Jointing Compounds, discussed by D. R. Gwinn, W. Lus- 
combe, W. C. Hawley, E. T. Cranch, J. E. Gibson, W. F. Wilcox, 
H. F. Cox, G. G. Dixon, J. A. Jensen, and S. H. Taylor. 

Afternoon session, May 18. Presiding officer, President-Elect 
Cramer. 

The topical discussion was resumed as follows: 

Location and Spacing of Fire Hydrants, discussed by E. T. Cranch, 
W. S. Cramer, H. P. Bohmann, and D. R. Gwinn. 

Use of Public Fire Hydrants for Street Washing, etc., discussed by 

C. M. Saville, W. S. Cramer, C. E. Davis, C. M. Crowley, A. B. 
Styles, and D. R. Gwinn. 

Following these topical discussions, the papers named below were 
presented. 

Equipment and Shop Facilities for Maintenance of Water Works 
Systems, by G. E. Cripps; discussion by W. W. Brush, B. C. Little, 

F. L. Sward, E. T. Cranch, C. W. Newell, W. S. Cramer, and C. M. 
Crowley. 

Inorganic Matter Floating in Reservoirs, by J. E. Gibson. 

Present Day Tars for Pipe Coatings, by W. R. Conard. 

W. W. Brush then presented a paper prepared by Mr. Loeb of his 
organization on methods of prevention of tampering with meters, 
which was discussed by J. M. Diven, F. B. Nelson, J. Woolley and 

D. R. Gwinn. 

A topical discussion on Service Pipes was taken part in by J. N. 
Chester, H. C. Crawford, D. R. Gwinn, H. P. Bohmann, J. E. 
Gibson, J. M. Diven, C. M. Crowley and A. B. Styles. 
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Cleaning Water Pipes Before Placing in Service, discussed by W. W. 
Brush, J. M. Diven and E. Bartow. 

Size of Meters and Services, discussed by D. R. Gwinn, A. B. 
Styles, G. C. Gensheimer, W. S. Cramer, J. E. Gibson, W. W. Brush 
and W. Luscombe. 

Evening session, May 18. Presiding officer, Past President Gwinn. 

The following papers were presented: 

Purification of Water for Industrial Purposes, by S. T. Powell; 
discussion by R. S. Weston. 

Lime-Soda and Zeolite Water Softening, by A. S. Behrman. 

Turbo-Centrifugal Pumps, by R. Waller. 

The session was adjourned in order that the members might attend 
the smoker at the Bellevue-Stratford. The ladies were entertained 
at a card party in the same hotel. 

Morning session, May 19. Presiding officer, President Bartow. 

This session had been arranged as a joint session of the general 
convention with the Chemical and Bacteriological Section. The 
papers presented were as follows: 

Plant Control of Chlorination by the Excess Chlorine Method as 
Employed in New York City's Water Supplies, by F. E. Hale; 
discussion by J. R. Baylis. 

Responsibility of the Water Works Superintendent to Prevent 
Tastes and Odors Due to Microscopic Organisms, by W. W. Brush; 
discussion by S. T. Powell, F. E. Hale, P. Gear, Allen Hazen, W. F. 
Wilcox, E. G. Reynolds and the author. 

Recent Practice in the Removal of Odors by Aeration, Filtration 
and Other Processes, 11 by N. J. Howard; discussion by W. C. 
Lawrence, Allen Hazen, F. E. Hale and the author. 

Recent Developments in Chlorination, by W. J. Orchard. 

After presentation of the above papers, the members present at the 
meeting signified their unqualified approval of extending future con- 
ventions through Friday, as had been done this year. 

Editor Wolman then read a resolution prepared by W. W. Brush 
which provided that the Secretary be instructed to inform the 
American Committee on Electrolysis that the financial aid which 
the Association will furnish to the work of the Committee will be 
limited to the funds raised specifically for this purpose, and that 
no obligation will be assumed by the Association to furnish $2500 or 

11 See page 766 of this Journal. 
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any part thereof annually for the next two years as requested by the 
Committee, and that the Association will continue to aid the com- 
mittee as far as possible under the above limitations. This resolution 
was passed by the Executive Committee to be submitted to the 
Convention for approval. The resolution was adopted by the 
meeting. 

The following appointments by the Executive Committee were 
announced also by Editor Wolman: 

Secretary J. M. Diven 

Editor Abel Wolman 

R. B. Morse, Chairman 



Publication Committee . 



Malcolm Pirnie 
G. H. Fenkell 
H. E. Jordan 
Abel Wolman, Editor 

(G. C. Andrews, Chairman 
J. W. Ackerman 
E. L. Nuebling 



Membership Committee . 



T. A. Leisen, Chairman 
J. E. Gibson 
Wm. Young 

I Harry T. Huy, Chairman 
E. E. Wall 
J. M. Diven 

Afternoon session, May 19. Presiding officer, President-Elect 
Cramer. 

The first paper presented was the Report of the Committee on 
Meter Schedules, 12 by I. S. Walker, in the absence of A. Hazen, 
chairman; discussion by W. S. Cramer, D. R. Gwinn, A. Hazen, E. 
T. Cranch, W. A. Megraw, J. C. Trautwine, H. P. Bohmann, N. M. 
R. Wilson and I. S. Walker. 

On the motion from the floor, it was recommended to the Council 
on Standardization that the scope of the above Committee be ex- 
tended to include the entire question of rate structure and rate 
making. 

The following papers were then read: 

Steel Pipe, by T. A. Leisen; discussion by G. W. Fuller, H. P. 
Bohmann and the author. 

" Journal, July, 1922, page 636. 
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Steel Pipe, by G. A. Elliott, presented by title. 

Design, Construction and Operation of A Balancing Reservoir, by 
W. A. Megraw; discussion by J. C. Trautwine and S. M. Van Loan. 

The discussion then reverted to steel pipe, with comments byS.M. 
Van Loan, D. A. Reed, T. A. Leisen and J. C. Trautwine. 

The meetings were adjourned after a most sucessful week to be 
called to order again in 1923 in Detroit, Michigan. The attendance 
during the week was over eight hundred. 

Chemical and Bacteriological Section, afternoon session, May 18. 
Presiding officer, Allen Hazen. 

The order of presentation of papers was as follows: 

Water Softening by Base Exchange, by E. Bartow and G. C. 
Baker; discussion by A. Hazen, J. H. Gregory, F. E. Hale, J. J. 
Hinman, C. A. Jennings, M. F. Corin, A. M. Buswell, S. T. Powell, 
C. P. Hoover, and E. Bartow. 

Report of Committee on Standards Methods of Water Analysis, read 
by J. J. Hinman, Jr., chairman; discussion by A. Hazen, A. M. 
Buswell, T. Saville, M. Pirnie, H. E. Jordan, L. I. Birdsall, and J. J. 
Hinman, The report was accepted. 

Report of Committee on Colloidal Chemistry in Relation to Water 
Purification, read by R. S. Weston, chairman; discussion by G. F. 
Catlett, G. D. Norcom, W. M. Clark, J. W. Ellms, C. A. Jennings, 
A. M. Buswell, J. R. Baylis and R. S. Weston. 

The Microbiology of Activated Sludge, by A. M. Buswell. 

Further discussion took place on problems in hydrogen ion concen- 
tration by A. M. Buswell, N. J. Howard, W. M. Clark, A. V. Graf, 
F. E. Hale, G. F. Catlett and A. Wolman. 

Afternoon session, May 19. Presiding officer, Allen Hazen. 

The following officers were presented by the nominating committee 
and were elected unanimously: Chairman, H. E. Jordan; Vice- 
chairman, A. L. Fales; Secretary, J. J. Hinman, Jr. ; Executive Com- 
mittee, L. H. Enslow, A. M. Buswell and MacHarvey McCrady. 

The papers included in the symposium on "Tastes and Odors" 
were the following: 

The Effect of Wastes from Oil Refineries Upon the Operation of 
the Filter Plant at East Chicago, by H. E. Jordan; discussion by P. 
Boynton, S. deM. Gage, P. Hansen, W. Donaldson, J. W. Ellms, 
L. L. Jenne and the author. 

Some Observation on Chlorine Tastes and Odors, by W. Donaldson. 
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Taste and Odor in Baltimore Water Supply, by J. W. Armstrong, 
presented by J. R. Baylis. 

Taste and Odor in New York City's Water Supplies, by F. E. Hale. 

Experiences in Philadelphia, by L. L. Jenne. 

Tastes and Odors in Public Water Supplies from Decomposing 
Organic Matter, by F. H. Waring. 

Tastes and Odors Through Sewage Pollution, by G. E. Willcomb. 

The presiding officer then called for brief recitals of experience 
from the following members, W. S. Curtis, C. P. Hoover, J. W. 
Ellms, G. W. Fuller, C. G. Hyde and I. S. Walker. 
. The last paper was read by N. J. Howard on Chlorination Prior to 
Filtration with Special Reference to Efficiency, Economy and 
Removal of Excess Chlorine. 13 

A paper on Reactions of Culture Media by G. C. Bunker and H. 
Schuber was presented in abstract by Editor Wolman. 

The meeting then adjourned. The attendance at the sessions 
varied from 150 to 200. 

CANADIAN SECTION 

The meeting opened at 1 :30 p.m. on Friday, May 12, 1922 at the 
Kerby Hotel, Brantford, Ontario. Chairman R. C. Harris, presiding, 
expressed the satisfaction of the officials of the Section at such a 
splendid attendance, complimenting those whose efforts were respon- 
sible for the success of the meeting and the representative exhibit of 
manufacturers' water works supplies. He believed the membership 
of the Canadian Section should be increased and that its usefulness 
would be felt more and more, as the smaller towns became affiliated. 

After the minutes of the previous meeting and the Treasurer's 
report were read, and adopted, there was considerable discussion 
regarding means of increasing the funds of the Section. A resolution 
was adopted instructing the Secretary to communicate with Secretary 
Diven to determine if an additional grant would be possible. 

The ballot taken for the election of officers resulted as follows: 
Chairman, R. L. Dobbin, Peterborough; Vice-chairman, F. A. Dallyn, 
Toronto; Secretary-Treasurer, C. D. Brown, Walkerville; Trustees, 
1922-25, R. H. Starr, Orillia; 1922-24, J. J. Salmond, Toronto; and 
1922-23, Norman Wilson, Brantford. 

" Journal, July 1922, page 606. 
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The paper by F. A. Dallyn, ." What the Provincial Board of Health 
is Doing to Protect the Various Water Works Throughout the Prov- 
ince from Sewage Contamination" was followed by much discussion. 

The next paper, "Filter Plant Construction," illustrated with 
lantern slides was read by R. L. Dobbin. The speaker answered 
many questions relative to conditions and costs at Peterborough. 
Theodore A. Leisen of Detroit here addressed the meeting. 

The place of holding the next annual meeting was discussed and 
Windsor, as the centre of the Border Cities, was selected by a unani- 
mous vote. In the evening, the delegates and guests proceeded to 
the Brantford Golf and Country Club, where they were entertained 
at a banquet as the guests of the Brantford Water Commission. 
Later the delegates attended a concert of H. M. Scots Guards Band in 
the Brantford Armories. 

The second day's meeting opened at 9 o'clock a.m. Saturday, May 
13, 1922, with a paper on "Standardization of Hose Threads," by 
Norman R. Wilson. 

This paper brought out considerable discussion and resolutions 
were adopted instructing the Secretary to refer the question to the 
Canadian Engineering Standard Association, and also to the Stand- 
ards Committee of the American Water Works Association. 

Theodore A. Leisen addressed the meeting on membership. 

Prof. Peter Gillespie, of Toronto University, read his paper 
entitled, "The Manufacture of deLavaud Cast Iron Pope," illus- 
trated with lantern slides and moving pictures. 

Wm. Gore read a paper on "Treatment of Impure Hard Water," 
following the discussion of which a moving picture of trenching and 
backfilling machinery in operation was shown. 

Resolutions were adopted thanking the Chamber of Commerce and 
the Brantford Water Commission for all they had done to assist the 
Section in carrying through its most sucessful meeting. 



